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1* The VEB -Elektromotorenwerke Wernigerode /Harz . has a complement of workers 

totalling approximately 2,ÖÖO. It manuf sctures. AC motors of 0.75, 2.2 , and 
175 kw| DG motors of 69 , 75, and 90 kw„ These are currently delivered as 
reparations to the ßovlet Union, to he used in öutfitting submarines. The 
point of delirery is not known. 

2o RaW Castings, d^naino sheets , and nonferrous metals of all kinds are the chief 
bottlenecks in the plant. 

3 . Cotton is no longer used for insulation, hecause of the short supply. A type 
of nylon is used instead. Insulation wi.th thls material elimlnates the nsed 
for cqpper wire and permi ts the use of .«limlnum-wira^for larmature winding. The 
'■«ayUoii insulation, makes tjie us& .sfixthä, heavier aluminum wire feasible, and 
lessens the prevailing wire shortage. 
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